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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 6722 : 2006 'Road vehicles — 60 V and 600 V 
single-core cables — Dimensions, test methods and requirements' issued by the International 
Organization for Standardization (ISO) was adopted by the Bureau of Indian Standards on the 
recommendation of the Automotive Electrical Equipments and Instruments Sectional Committee and 
approval of the Transport Engineering Division Council. 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. Attention 
is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should be 
read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker while in Indian Standards, the current practice 
is to use a point (.) as the decimal marker. 

In this adopted standard, reference appears to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards which are to be substituted in their 
respective places are listed below along with their degree of equivalence for the editions indicated: 



International Standard 

ISO 1817: 1999 Rubber, vulcanized 
— Determination of the effect of 
liquids 



Corresponding Indian Standard Degree of Equivalence 



Identical 



ISO 6931-IStainless steels for 
springs — Part 1 : Wire 



Technically Equivalent 



IS 3400 (Part 6) : 2005 Method of 
test for vulcanized rubbers: Part 6 
Rubbers, vulcanized — 
Determination of the effect of liquids 
(second revision) 

IS 4454 (Part 4) : 2001 Steel wire for 
mechanical springs — Specification: 
Part 4 Stainless steel wire (second 
revision) 

The technical committee has reviewed the provisions of the following International Standards referred 
in this adopted standard and has decided that they are acceptable for use in conjunction with this 
standard: 



International/Other 
Standard 

lEC 60757: 1983 
lEC 6081 1-2-1 :2001 



ASTM B1 : 2007 
ASTMB3 : 1995 
ASTMB33 :2010 

ASTM B298 : 2007 
ASTM B355: 2011 



Title 



Code for designation of colours 

Common test methods for insulating and sheathing materials of electrical 
and optical cables — Part 2-1 : Methods specific to elastomeric compounds 
— Ozone resistance, hot set and mineral oil immersion tests 

Standard specification for hard-drawn copper wire 

Standard specification for soft or annealed copper wire 

Standard specification for tinned soft or annealed copper wire for electrical 
purposes 

Standard specification for silver-coated soft or annealed copper wire 

Standard specification for nickel-coated soft or annealed copper wire 



( Continued on third cover) 
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Indian Standard 

ROAD VEHICLES — 60 V AND 600 V SINGLE-CORE 
CABLES — DIMENSIONS, TEST METHODS AND 

REQUIREMENTS 



1 Scope 

This International Standard specifies the dimensions, test methods, and requirements for single-core 60 V 
cables intended for use in road vehicle applications where the nominal system voltage is < (60 V d.c. or 
25 V a.c). It also specifies additional test methods and/or requirements for 600 V cables intended for use in 
road vehicle applications where the nominal system voltage is > (60 V d.c. or 25 V a.c.) to < (600 V d.c. or 
600 V a.c). It also applies to individual cores in multi-core cables. 

Eight temperature classes are defined in Table 1. 



Table 1 — Temperature class rating 



Class 


Temperature 


A 
B 
C 


-40°Cto 85 °C 
-40°Cto100°C 
-40°Cto125°C 


D 

E 
F 


-40°Cto150°C 
-40°Cto175°C 
- 40 °C to 200 °C 


G 
H 


- 40 °C to 225 "C 
-40°Cto250°C 



2 Normative references 

The following referenced documents are indispensable for the application of this document. For dated 
references, only the edition cited applies. For undated references, the latest edition of the referenced 
document (including any amendments) applies. 

ISO 1817, Rubber, vulcanized — Determination of tine effect of liquids 

ISO 6931-1 , Stainless steels for springs — Part 1: Wire 

lEC 60757, Code for designation of colours 

I EC 60811-2-1, Common test methods for insulating and sheathing materials of electrical and optical 
cables — Part 2-1: Methods specific to elastomeric compounds — Ozone resistance, hot set and mineral oil 
immersion tests 

ASTM B 1 , Standard Specification for Hard-Drawn Copper Wire 

ASTM B3, Standard Specification for Soft or Annealed Copper Wire 

ASTM B33, Standard Specification for Tinned Soft or Annealed Copper Wire for Electrical Purposes 
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ASTM B298, Standard Specification for Silver-Coated Soft or Annealed Copper Wire 
ASTM B355, Standard Specification for Nickel-Coated Soft or Annealed Copper Wire 

3 Terms and definitions 

For the purposes of this document, the following terms and definitions apply. 

3.1 

60 Volt (V) cable 

cable intended for use in road vehicle applications where the nominal system voltage is equal to or less than 
eOVd.c. or25 Va.c. 

3.2 

600 Volt (V) cable 

cable intended for use in road vehicle applications where the nominal system voltage is greater than 
(60 V d.c. or 25 V a.c.) and less than (600 V d.c. or 600 V a.c.) 

NOTE a.c. tests are performed at 50 Hz or 60 Hz. Applications at higher frequencies may require additional testing. 

3.3 

cable family 

group with multiple conductor sizes having the same conductor strand coating, insulation formulation and 
wall-thickness type 

3.4 

nominal (value) 

suitable approximate value used to designate or identify a component 

4 General 

4.1 Caution 

Special care shall be taken with cables used with voltages above (60 V d.c. or 25 V a.c.) to protect them from 
mechanical stress in order to avoid shock hazard. Regardless of wall thickness, 600 V cables shall meet the 
"resistance to abrasion" requirements for thick wall cable. 

4.2 Conductors 

The conductors shall consist of plain or coated copper strands as shown in Table 2. Conductor sizes 
^ 0,5 mm^ shall consist of soft annealed copper or annealed compressed/compacted wires. Conductor sizes 
< 0,5 mm^ shall consist of soft annealed copper, soft annealed compressed/compacted copper, hard 
unannealed copper or a copper alloy. The specifications for the conductors shall be completed by material 
specifications. Elongation requirements shall be established by agreement between customer and supplier. 
The finished cable shall meet the resistance requirements of 6.1 for all conductors except alloys. When an 
alloy is used, the resistance requirement shall be established by agreement between customer and supplier. 

NOTE Examples of strandings are shown in Table A.1. These strandings highlight examples of conceptual 

configurations and are not intended to reflect any preferred constructions. Other strandings' configurations may be used 
provided they meet the requirements shown above and are agreed upon between customer and supplier. 
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Table 2 — Conductor specifications 


ASTM B1 


Hard-drawn copper wire 


ASTM B3 


Soft or annealed copper wire 


ASTM B33 


Tinned soft or annealed copper wire 


ASTM B298 


Silver-coated soft or annealed copper wire 


ASTM B355 


Nickel-coated soft or annealed copper wire 


NOTE Silver- and nickel-coated conductors are intended for use 
with high "temperature class ratings". 



4.3 Tests 

The cables shall be submitted to the tests as specified in Table 3. 

4.4 General test conditions 

Test samples for all tests except those In Clause 5 and In 6.1 and 6.3 shall be preconditioned for at least 16 h 
at a room temperature of (23 + 5) °C. Unless otherwise specified, all tests other than "in-process" tests shall 
be conducted at this same temperature. Where no tolerance Is specified, all values shall be considered to be 
approximate. 

4.5 Ovens 

Unless otherwise specified, when an oven is required. It shall be a hot air oven. The air contained in the oven 
shall be completely changed at least eight (8) times but not more than twenty (20) times per hour at the 
specified temperature. 



4.6 Representative conductor sizes for testing 

When a test Is required, all combinations of conductor size, wall thickness and Insulation formulation shall 
meet the appropriate requirements. However, if representative conductor sizes for testing are permitted, 
compliance for a cable family may be demonstrated by testing examples of large and small conductor sizes 
only. Permission to show compliance for a cable family by testing "representative conductor sizes" shall be 
established by agreement between customer and supplier. 

4.7 Recommended colours 

A list of recommended colours is shown in Table B.I 
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Table 3 — Tests 



Clause 


Test description 


In-process 
tests a 


Certi 
Initial 


fication 
Periodic'' 


If rec 
Initial 


luired^ 
Periodic'' 


5 


Dimensions 












5.1 


Outside cable diameter 


— 


X 


X 


— 


— 


5.2 


Insulation thickness 


— 


X 


X 


— 


— 


5.3 


Conductor diameter 


— 


— 


— 


X 


X 


6 


Electrical characteristics 












6.1 


Conductor resistance 


— 


X 


X 


— 


— 


6.2 


Withstand voltage 


— 


d 


d 


— 


— 


6.3 


Insulation faults 


d 


— 


— 


— 


— 


6.4 


Insulation volume resistivity 


— 


— 


— 


X 


X 


7 


Mechanical characteristics 












7.1 


Pressure test at high temperature 


— 


X 


X 


— 


— 


7.2 


Strip force 


— 


— 


— 


X 


X 


8 


Low-temperature characteristics 












8.1 


Winding 


— 


X 


X 


— 


— 


8.2 


Impact 


— 


— 


— 


X 


X 


9 


Resistance to abrasion 


— 


e 


e 


— 


— 


9.2 


Sandpaper abrasion 


— 


— 


— 


— 


— 


9.3 


Scrape abrasion 


— 


— 


— 


— 


— 


10 


l-leat ageing 












10.1 


Long-term ageing, 3 000 h 


— 


X 


— 


— 


— 


10.2 


Short-term ageing, 240 h 


— 


X 


X 


— 


— 


10.3 


Thermal overload 


— 


— 


— 


X 


X 


10.4 


Shrinkage by heat 


— 


X 


X 


— 


— 


11 


Resistance to chemicals 












11.2 


Fluid compatibility 


— 


f,g 


— 


f,g 


— 


11.3 


Durability of cable marking 


— 


— 


— 


g 


g 


11.4 


Resistance to ozone 


— 


— 


— 


g 


— 


11.5 


Resistance to hot water 


— 


— 


— 


g 


— 


11.6 


Temperature and humidity cycling 


— 


— 


— 


g 


— 


12 


Resistance to flame propagation 


— 


X 


X 


— 


— 


"X" To be applied. 






"— " Not applicable. 






^ A test made on all cables during or after manufacture. 






'' The frequency of periodic testing shall be established by agreement between customer and supplier. 






'^ The usage of "if required" tests shall be established by agreement between customer and supplier. 






"^ Some cables are rated at 60 V and others at 600 V. See 6.2 and 6.3 for details. 






^ See Clause 9. 






' Some fluids are for "certification" and others are "if required". See 1 1 .2 for details. 






9 Compliance for a cable family may be demonstrated by testing examples of large and small cond 
details. 


uctor sizes o 


nly. See 4.6 for 
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5 Dimensions 

5.1 Outside cable diameter 

5.1.1 Test Sample 

Prepare a test sample 3 m in length. 

5.1.2 Apparatus 

Use a measuring device with an accuracy of ± 0,01 mm. The device shall not cause deformation. 

5.1.3 Procedure 

Take three sets of measurements at positions separated by 1 m and record the highest and lowest outside 
cable diameter at each position. 

5.1.4 Requirement 

All measurements shall be within the limits of the appropriate maximum and minimum "outside cable 
diameter" specified In Table 4 and Tabled. The values In Table 4 are normative. Since the values In 
Tabled are Informative, they are not required; however, they may be applied by agreement between 
customer and supplier. 

5.2 Insulation thicltness 

5.2.1 Test samples 

Prepare three test samples from a cable sample 3 m In length. Take the test samples at 1 m Intervals. Strip 
the Insulation from the cable. A test sample consists of a thin cross section of Insulation. Take care not to 
deform the test sample during the preparation process. If cable marking causes Indentation of the Insulation, 
take the first test sample through this Indentation. 

5.2.2 Apparatus 

Use a measuring device with an accuracy of ± 0,01 mm. The device shall not cause deformation. 

5.2.3 Procedure 

Place the test sample under the measuring equipment with the plane of the cut perpendicular to the optical 
axis. Determine the minimum "insulation thickness". 

5.2.4 Requirement 

No single value shall be less than the appropriate minimum Insulation thickness specified In Table 4. 
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Table 4 — Dimensions 



ISOc 
Size 


onductor 
Diameter 

mm 


Thick wt 

Insulation 
thickness 

mm 


111 

Outside 

cable 
diameter 

mm 


Thin wa 

Insulation 
thickness 

mm 


II 

Outside 

cable 
diameter 

mm 


Ultra-thin 

Insulation 
thickness 

mm 


wall 

Outside 

cable 
diameter 

mm 




max. 


nominal 


min. 


max. 


nominal 


min. 


max. 


nominal 


min. 


max. 


0,13 


0,55 


— 


— 


— 


0,25 


0,20 


1,05 


0,20 


0,16 


0,95 


0,22 


0,70 


— 


— 


— 


0,25 


0,20 


1,20 


0,20 


0,16 


1,05 


0,35 


0,90 


— 


— 


— 


0,25 


0,20 


1,40 3 


0,20 


0,16 


1,20 


0,50 


1,10 


0,60 


0,48 


2,30 


0,28 


0,22 


1,60 


0,20 


0,16 


1,40 


0,75 


1,30 


0,60 


0,48 


2,50 


0,30 


0,24 


1,90 


0,20 


0,16 


1,60 


1 


1,50 


0,60 


0,48 


2,70 


0,30 


0,24 


2,10 


0,20 


0,16 


1,75 


1,5 


1,80 


0,60 


0,48 


3,00 


0,30 


0,24 


2,40 


0,20 


0,16 


2,10 


2 


2,00 


0,60 


0,48 


3,30 


0,35 


0,28 


2,80 


0,25 


0,20 


2,40 


2,5 


2,20 


0,70 


0,56 


3,60 


0,35 


0,28 


3,00 


0,25 


0,20 


2,70 


3 


2,40 


0,70 


0,56 


4,10 


0,40 


0,32 


3,40 


— 


— 


— 


4 


2,80 


0,80 


0,64 


4,40 


0,40 


0,32 


3,70 


— 


— 


— 


5 


3,10 


0,80 


0,64 


4,90 


0,40 


0,32 


4,20 


— 


— 


— 


6 


3,40 


0,80 


0,64 


5,00 


0,40 


0,32 


4,30 


— 


— 


— 


10 


4,50 


1,00 


0,80 


6,50 


0,60 


0,48 


6,00 


— 


— 


— 


16 


6,30 


1,00 


0,80 


8,30 


0,65 


0,52 


7,90 


— 


— 


— 


25 


7,80 


1,30 


1,04 


10,40 


0,65 


0,52 


9,40 


— 


— 


— 


35 


9,00 


1,30 


1,04 


11,60 


— 


— 


— 


— 


— 


— 


50 


10,50 


1,50 


1,20 


13,50 


— 


— 


— 


— 


— 


— 


70 


12,50 


1,50 


1,20 


15,50 


— 


— 


— 


— 


— 


— 


95 


14,80 


1,60 


1,28 


18,00 


— 


— 


— 


— 


— 


— 


120 


16,50 


1,60 


1,28 


19,70 


— 


— 


— 


— 


— 


— 


NOTE Outside cable diameter minimum values for high-volume cable constructions are shown in Table 0.1. Since the values in 
Table 0.1 are informative, they are not required; however, they may be applied by agreement between customer and supplier. 


^ The outside cable diameter for conductor size 0,35 mm^ with 7 strands shall be a maximum of 1 ,30 mm. 



5.3 Conductor diameter 



5.3.1 Test samples 

The usage of this test shall be established by agreement between customer and supplier. In case of disputed 
results, a refereeing method is provided. 

Referee test samples: in case of a dispute, prepare three test samples from a cable sample 3 m in length. 
Take the test samples at 1 m intervals. A test sample consists of a 20 mm length of cable. Take care not to 
deform the test sample. Immerse the test samples in a casting resin. After hardening, take a section 
perpendicular to the axis of the test sample. 
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5.3.2 Apparatus 

Carry out this test on the same apparatus used for the measurement of the insulation thickness (see 5.2). 

Referee apparatus: in case of a dispute, the measuring device shaii be capabie of at ieast 10 x linear 
magnification. 

5.3.3 Procedure 

Check the conductor diameter by measuring the inside diameter of the samples used in 5.2 and recording the 
maximum inside diameter for each test sample. 

Referee procedure: in case of a dispute, measure the conductor diameter using the "referee test samples" 
and the "referee apparatus". Record the maximum conductor diameter for each test sample. 

5.3.4 Requirement 

The measured value shall not exceed the maximum value, specified in Table 4. This measured value is also 
required in 6.4. 

6 Electrical characteristics 
6.1 Conductor resistance 

6.1.1 Test samples 

Prepare a test sample 1 m in length plus the length necessary for connections. Other lengths may be used 
providing that the resistance reading is adjusted using the method shown in 6.1 .3. The ends of the test sample 
may be soldered. 

6.1.2 Apparatus 

Use a resistance-measuring device with an accuracy of + 0,5 % of the measured value and a thermometer 
with an accuracy of + 0,5 °C. 

6.1.3 Procedure 

Measure the temperature of the test sample and the unsoldered length. Take care to ensure that connections 
are secure. Measure the resistance of the test sample. Correct the measured value using the following 
equation: 






Ro - 



Z,[l + 0,003 93(?- 20)] 

where 

7^20 is the corrected conductor resistance at the reference temperature of 20 °C, expressed in milliohms 
per metre; 

Ri is the conductor resistance measured at the conductor temperature, expressed in milliohms; 

L is the unsoldered conductor length, expressed in metres; 

t is the conductor temperature at the time of measuring, expressed in degrees centigrade. 
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NOTE The value of 0,003 93 is the temperature coefficient for copper with 100 % conductivity at a temperature of 

20 °C. For coated wires or alloys, the correction factor shall be established by agreement between customer and supplier. 

6.1.4 Requirement 

The corrected value shall not exceed the appropriate maximum resistance specified in Table 5. 

Conductors produced from silver-coated strands shall not exceed the maximum conductor resistance per 
length for plain copper. 

6.2 Withstand voltage 

6.2.1 Test sample 

Prepare a test sample of a minimum length of 350 mm, strip 25 mm of insulation from each end and twist the 
ends together to form a loop. 

6.2.2 Apparatus 

Partially fill an electrically non-conductive vessel with salt water (aqueous solution of 3 % by mass of NaCI) 
with the ends of the test sample emerging above the bath as shown in Figure 1 . Use a 50 Hz or 60 Hz a.c. 
voltage source. 

6.2.3 Procedure 

6.2.3.1 60 V cable 

Immerse the test sample in the bath, as shown in Figure 1, for 4 h and then apply a test voltage of 1 kV 
(r.m.s.) for 30 min between the conductor and the bath. Then increase the voltage at a rate of 500 V/s until the 
following value is reached: 

— 3 kV (r.m.s.) for cables < 0,5 mm^; 

— 5 kV (r.m.s.) for cables ^ 0,5 mm^. 

6.2.3.2 600 V cable 

After completing the procedure for a 60 V cable, hold the 3 kV or 5 kV for a further 5 min. 

6.2.4 Requirement 

Breakdown shall not occur. 
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Table 5 — Conductor resistance 



ISO conductor 
Size 


Maximun 
Plain copper 


1 conductor resistance 

mQ/m at 20 °C 

Sn-plated copper 


per length 

Ni-plated copper 


0,13 


136 


140 


142 


0,22 


84,8 


86,5 


87,9 


0,35 


54,4 


55,5 


56,8 


0,50 


37,1 


38,2 


38,6 


0,75 


24,7 


25,4 


25,7 


1 


18,5 


19,1 


19,3 


1,5 


12,7 


13,0 


13,2 


2 


9,42 


9,69 


9,82 


2,5 


7,60 


7,82 


7,92 


3 


6,15 


6,36 


6,41 


4 


4,71 


4,85 


4,91 


5 


3,94 


4,02 


4,11 


6 


3,14 


3,23 


3,27 


10 


1,82 


1,85 


1,90 


16 


1,16 


1,18 


1,21 


25 


0,743 


0,757 


0,774 


35 


0,527 


0,538 


0,549 


50 


0,368 


0,375 


0,383 


70 


0,259 


0,264 


0,270 


95 


0,196 


0,200 


0,204 


120 


0,153 


0,156 


0,159 


NOTE Conductor resistance, minimum values for high-volume cable constructions are shown in Table C.2. 
Since the values in Table C.2 are informative, they are not required; however, they may be applied by agreement 
between customer and supplier. 
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Key 

1 
2 
3 
4 
5 



test voltage (terminals) 
non-conductive vessel 
electrode 
test sample 
salt-water bath 



Figure 1 — Apparatus for withstand voltage test 
6.3 Insulation faults 

6.3.1 Test sample 

All cable-produced. 

6.3.2 Apparatus 

Use a sinusoidal voltage source set at the value shown in Table 6. The test electrode may consist of metal 
ball chains, metal brushes or any other type of suitable electrodes. Choose the electrode length and frequency 
considering the speed of the cable running through the field of the electrode so that each point of the cable is 
loaded by at least nine voltage cycles. 

Table 6 — Insulation faults 



ISO 


Voltage rating 


conductor size 


kV (r.m.s.) 


mm^ 


60 V cables 


600 V cables 


<0,5 


3 


6 


5= 0,5 


5 


8 



6.3.3 Procedure 

This test shall be carried out under production conditions. Subject all cables to this test. Other methods of test 
may be used provided that insulation faults are detected with the same certainty. 



10 
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6.3.4 Requirement 

No breakdown shall occur when the earthed cable is drawn through the test electrode. 

6.4 Insulation volume resistivity 

6.4.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. 

6.4.2 Test sample 

Prepare a test sample of 5 m length and remove 25 mm of insulation from each end. 

6.4.3 Apparatus 

Partially fill an electrically non-conductive vessel with tap water at a temperature of (70 + 2) °C. Use a 
resistance-measuring device with a d.c. voltage of 500 V. Voltages between 100 V and 500 V are allowed; 
however, if a dispute arises, the referee apparatus shall be a resistance-measuring device with a d.c. voltage 
of 500 V. 

6.4.4 Procedure 

Immerse the test sample for 2 h with each end emerging from the bath by 250 mm. Apply the d.c. voltage 
between the conductor and the bath. Measure the insulation resistance 1 min after application of the voltage. 
Calculate the insulation volume resistivity using the following formula: 

Po = 2,725 X — — 

where 

Pq is the insulation volume resistivity, expressed in ohm millimetres; 

L is the immersed length of the test sample in millimetres; 

R is the measured insulation resistance in ohms; 

D is the outside cable diameter in millimetres according to 5.1 ; 

d is the conductor diameter in millimetres according to 5.3; 

Ig is logarithm to the base 10. 

6.4.5 Requirement 

The insulation volume resistivity shall not be less than 10^ Q-mm. 

7 Mechanical characteristics 

7.1 Pressure test at high temperature 
7.1.1 Test samples 

Prepare three test samples, each of 600 mm length. 
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7.1.2 Apparatus 

The test temperature for the oven is given in Table 7 and the apparatus is shown in Figure 2. Ensure that the 
apparatus is free from vibrations. Apply the force, F, by the blade to the test sample as given by the formula: 



F = 0,8^/(2Z)-/) 

where 

F is the total vertical force exerted on the test sample in newtons; 

0,8 is a coefficient which carries the dimension in newtons per millimetre; 

D is the appropriate "outside cable diameter maximum" in millimetres according to Table 4; 

/ is the appropriate nominal value of the "insulation thickness" in millimetres according to Table 4. 
The calculated force may be rounded off at the lower digit, but not beyond 3 %. 



Table 7 — Pressure test at high temperature 



Class 


Test temperature ^ 


A 


85 ±2 


B 


100±2 


C 


125 ±3 


D 


150 ±3 


E 


175 ±3 


F 


200 ±3 


G 


225 ±4 


H 


250 ±4 


^ Upper value of temperature class rating (see Table 1 ). 



7.1.3 Procedure 

Place a test sample as shown in Figure 2. Attach the test sample to the support so as not to bend it under the 
pressure of the blade. The load and the blade of the apparatus shall be perpendicular to the test-sample axis 
and applied in the middle of the test sample. Place the test sample under load, not preheated, for 4 h in the 
oven. Then cool the test sample within 10 s by immersion in cold water. Repeat the procedure for the other 
test samples. After immersion, subject the test samples to the withstand voltage test and make the following 
changes to the procedure in 6.2. 

— Immerse the test samples in the salt-water bath for a minimum of 10 min prior to the application of the 
voltage. 

— Apply the 1 kV (r.m.s.) voltage for 1 min. 

— Do not "ramp up" the voltage after the application of the 1 kV (r.m.s.) voltage. 
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Dimensions in millimetres 



X 






Key 

1 test frame 

2 test sample 

3 support 

F Applied force. 

^ Sharp edge with a max. radius of 0,005 mm. 

Figure 2 — Apparatus for pressure test at high temperature 

7.1.4 Requirement 

Breakdown shall not occur during the withstand voltage test. 

7.2 Strip force 

7.2.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. This test Is applicable to cables with a 
conductor size < 6 mm^. 

7.2.2 Test samples 

Prepare three test samples of 100 mm from a cable sample 3 m In length. Take the test samples at 1 m 
Intervals. Cut at least 25 mm of Insulation cleanly and strip it carefully from one end of the conductor (see 
Figure 3, length AB). Then cut the test samples leaving a 50 mm section (B-C) undisturbed. 

7.2.3 Apparatus 

Use a test fixture similar to the one shown In Figure 3. A metal plate Is provided with a round hole equal to the 
appropriate conductor diameter. Use a tensile machine with a speed of 250 mm/min. Ensure that the 
apparatus Is capable of pulling the test samples without friction between the conductor and the apparatus. 
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Dimensions in millimetres 




/ 



^^'^'v'v^^^^'v^^^^^^^^^^^^^^'^^ 



>25 



^^^^^^^^^^^^^^^^^^^^^'C 



50 




Figure 3 — Apparatus for strip force 



7.2.4 Procedure 



Place a test sample In the test fixture. Pull the test sample without friction between the conductor and the 
apparatus at a speed of 250 mm/min and record the force, F. Repeat the procedure for the other test samples. 
If the 50 mm section of Insulation B-C buckles when sliding, prepare new test samples with the length B-C 
equal to 25 mm and repeat this procedure. 

7.2.5 Requirement 

The measured force shall be within the values agreed between customer and supplier. 

8 Low-temperature characteristics 
8.1 Winding 

8.1.1 Test samples 

Prepare two test samples of 600 mm and remove 25 mm of insulation from each end. 

8.1.2 Apparatus 

Use a freezing chamber at (-40 + 2) °C [(-25 + 2) °C may be used for thick wall cables when agreed to 
between customer and supplier]. Either a rotatable or a stationary mandrel may be used. See Table 8 for 
mandrel diameter. 

Rotatable mandrel: when a rotatable mandrel is used, it shall be in accordance with Figure 4. See Table 8 for 
mass. 

Stationary mandrel: when a stationary mandrel Is used, no mass is used. 
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Table 8 — Winding 



ISO conductor size 

a 


Mandrel diameter 

mm 


Mass 


Winding speed 


Number 
of turns 


mm^ 


Reference: 

8.1, 10.2, 11.2, 11.4, 11.5 


Reference: 

10.1, 10.3, 11.6 


kg 


s-1 


min. 


a ^ 0,75 






0,5 


1 


3 


0,75<fl «: 1,5 






2,5 


1 


3 


1,5<a s; 6 
6<a s; 10 
1 < fl s; 25 


s; 5 X outside cable 
diameter maximum 


s; 1,5 X outside 

cable diameter 

maximum 


5 
8 
10 


1 

0,5 
0,5 


2 

0,5 
0,5 


25 < fl s; 35 






20 


0,5 


0,5 


35 <a^ 120 






30 


0,2 


0,5 



Key 

1 mandrel 

2 test sample(s) 

3 mass(es) 




Figure 4 — Apparatus for winding 



8.1.3 Procedure 

The test samples and mandrel shall be conditioned for a minimum of 4 h in the freezing chamber. 
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Rotatable mandrel: when a rotatable mandrel is used, the test samples shall be fixed on the mandrel as 
shown in Figure 4. The free ends are loaded with the mass. Position the mandrel with the test samples 
hanging vertically. 

Stationary mandrel: when a stationary mandrel is used, a test sample shall be wrapped around the mandrel 
by hand. Repeat the procedure for the other test sample. 

Wind the test sample for at least the "minimum number of turns" around the mandrel within the freezing 
chamber and at winding speed as specified in Table 8. Ensure that there is continuous contact between the 
test samples and the mandrel. 

After the cold winding, allow the test samples to return to room temperature, and make a visual examination of 
the insulation. If no exposed conductor is visible, perform the withstand voltage test; however, make the 
following changes to the procedure in 6.2: 

— immerse the test sample in the salt-water bath for a minimum of 10 min prior to the application of the 
voltage; 

— apply the 1 kV (r.m.s.) voltage for 1 min; 

— do not "ramp up" the voltage after the application of the 1 kV (r.m.s.) voltage. 

8.1.4 Requirement 

After winding, no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 

8.2 Impact 

8.2.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. 

8.2.2 Test samples 

Prepare three test samples, each of 1 ,2 m length and remove 25 mm of insulation from each end. 

8.2.3 Apparatus 

The apparatus shown in Figure 5 is positioned on a foam rubber pad of 40 mm thickness. The mass of the 
hammer is specified in Table 9. Set the freezing chamber temperature to (-1 5 + 2) °C. 

8.2.4 Procedure 

Perform the "impact test" in the middle of the test sample. Place the apparatus, positioned on the foam rubber 
pad, together with the test samples, in the freezing chamber for at least 16 h. If the apparatus is pre-cooled, a 
freezing time of 4 h is sufficient, providing that the test samples have reached the specified temperature. At 
the end of this period, place a test sample parallel to the steel base. The hammer is then allowed to fall from a 
height of 100 mm. Repeat the procedure for the remaining test samples. After the impact, allow the test 
samples to return to room temperature, and make a visual examination of the insulation. If no exposed 
conductor is visible, perform the withstand voltage test; however, make the following changes to the 
procedure in 6.2: 

— immerse the test samples in the salt-water bath for a minimum of 10 min prior to the application of the 
voltage; 

— apply the 1 kV (r.m.s.) voltage for 1 min; 

— do not "ramp up" the voltage after the application of the 1 kV (r.m.s.) voltage. 
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8.2.5 Requirement 

After impact, no conductor shall be visible. During the withstand voltage test according to 6.2, breakdown shall 
not occur. 



Dimensions in millimetres 




A 



ff 




020 



5r 







Key 

1 hammer 

2 steel intermediate piece, 100 g 

3 test sample 

4 steel base, mass 10 kg 

5 foam rubber pad 



Figure 5 — Apparatus for impact test 
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Table 9 — Impact 



ISO conductor size 

a 


Mass of the hammer 

g 

Thick wall cable Thin wall cable Ultra-thin wall cable 


a s; 0,5 


— 


N/A 


N/A 


0,5<fl s; 2,5 


100 


100 


2,5<fls;4 


— 


4<a s; 10 


200 


200 


1 < fl s; 25 


300 


300 


25 < fl < 50 


— 


50<fl sc 120 


400 


"N/A" Not applicable. 

"— " Cable type does not exist. 



9 Resistance to abrasion 

9.1 Usage of test 

This test is only applicable to cables with a conductor size ^ 6 mm^, for which either 9.2 (sandpaper abrasion) 
or 9.3 (scrape abrasion) shall be used. The customer and supplier shall define which test shall be used. No 
abrasion test is required for conductor sizes > 6 mm^. 

9.2 Sandpaper abrasion 

9.2.1 Test sample 

Prepare a test sample of 1 m length and remove 25 mm of insulation from each end. 

9.2.2 Apparatus 

Measure the "resistance to sandpaper abrasion" using 150 J garnet sandpaper tape with 10 mm conductive 
strips perpendicular to the edge of the sandpaper spaced a maximum of every 75 mm. Mount a suitable 
bracket to the pivoting arm (see Figure 6) to maintain the test-sample position over an unused portion of the 
sandpaper abrasion tape. Exert a force of (0,63 ± 0,05) N on the test sample by the combination of the 
bracket, support rod and pivoting arm. The total vertical force exerted on the test sample shall be the 
combination of the force exerted by the bracket, pivoting arm, support rod and additional mass. The additional 
mass shall be according to Table 10. 

9.2.3 Procedure 

Mount the test sample taut, without stretching, in a horizontal position using an area of the sandpaper 
abrasion tape not previously used. Place the additional mass and bracket on top of the test sample. Draw the 
sandpaper abrasion tape under the test sample at a rate of (100 + 75) mm/min and record the length of 
sandpaper abrasion tape necessary to expose the conductor. Move the test sample 50 mm and rotate the test 
sample clockwise 90°. Repeat the procedure for a total of four readings. The mean of the readings shall 
determine the resistance to sandpaper abrasion. 
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ih=r^ 




Key 

1 support rod 5 

2 additional mass 6 

3 pivoting arm 7 

4 test sample 



bracket 

tape supporting pin, diameter = 6,9 mm 

150 J, garnet sandpaper abrasion tape 



Figure 6 — Apparatus for sandpaper abrasion test 



9.2.4 Requirement 



The resistance to sandpaper abrasion sinaii meet or exceed tine minimum iength of sandpaper requirements 
according to Tabie 10. 









Table 10- 


- Sandpaper abrasion 








ISO 

conductor 

size 

mm^ 


60Vth 

Additional 
mass 

kg 


ickwall 

Minimum 

length of 

sandpaper 

mm 


60Vth 

Additional 
mass 

kg 


in wall 

Minimum 

length of 

sandpaper 

mm 


60 V ultre 

Additional 
mass 

kg 


i-thin wall 

Minimum 

length of 

sandpaper 

mm 


60 

Additional 
mass 

kg 


OV 

Minimum 

length of 

sandpaper 

mm 


0,13 


— 


— 


0,1 


200 


0,05 


150 


0,5 


400 


0,22 


225 


175 


0,35 


250 


200 


0,5 


0,5 


400 


0,2 


300 


0,1 


175 


0,75 


410 


350 


200 


410 


1 


420 


400 


225 


420 


1,5 


430 


450 


250 


430 


2 


450 


500 


275 


450 


2,5 


1,5 


280 


0,5 


250 


0,2 


125 


1,5 


280 


3 


330 


300 


— 


— 


330 


4 


400 


350 


400 


5 


450 


430 


450 


6 


500 


500 


500 


NOTE The total vertical force exerted on the test sample is the combination of the force exerted by the bracket, pivoting arm, 
support rod and additional mass. 
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9.3 Scrape abrasion 

9.3.1 Test sample 

Prepare a test sample of 1 m length and remove 25 mm of insulation from one end. 

9.3.2 Apparatus 

Use a "resistance to scrape abrasion" apparatus according to Figure 7. It consists of a device designed to 
abrade the surface of the insulation in both directions along the longitudinal axis of the test sample and a 
counter for recording the numbers of cycles to failure. It shall be controlled in such a way that when the needle 
abrades through the insulation and makes contact with the conductor, the machine shall stop operating. The 
characteristics of a suitable apparatus shall be as follows: 

— diameter of needle: (0,25 + 0,01) mm or (0,45 + 0,01) mm as agreed between customer and supplier; 

— type of needle: spring wire (polished) material in accordance with ISO 6931-1; 

— frequency: (55 + 5) cycles/min (one cycle consists of one reciprocating movement); 

— displacement of the needle: (20 + 1 ) mm; 

— length of abrasion: (15,5 + 1) mm; 

— type of movement: design details shall not influence the test result; 

— mass (position, value, design details): the vertical force on the test sample shall be constant under 
dynamic conditions; 

— test sample mounting force: the test sample shall not move during the test; if fixing is necessary, the 
tension applied on the conductor shall not exceed 100 MPa (N/mm^); 

— stability of equipment: the apparatus shall be so stable that the results shall not be affected. 

9.3.3 Procedure 

Apply a total vertical force of (7 + 0,05) N to the test sample. Determine the number of cycles by taking four 
measurements at a temperature of (23 + 1) °C. After each reading, move the test sample 100 mm and rotate it 
clockwise 90°. Change the needle after each reading. 

9.3.4 Requirement 

The number of cycles shall be agreed between customer and supplier. 
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Dimensions in millimetres 



1777 




\ '^ ( ^±^ 



71 



pv^ 





Key 






1 mass 


L 


Abrasion length = (15,5 ± 1) mm 


2 travel 


d 


Needle diameter: 


3 needle holder 




(0,25 ±0,01) mm or 


4 test sample 




(0,45 ±0,01) mm 


5 clamp 






6 test-sample holder 







^ Clearance during abrasion. 

^ Groove depth: 

0,4 mm, conductor size ^ 0,35 mm^ 
0,8 mm, conductor size > 0,35 mm^ 



Figure 7 — Apparatus for scrape abrasion 
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10 Heat ageing 

10.1 Long-term ageing, 3 000 h 

10.1.1 Purpose 

This test is intended to confirm the "temperature class rating" according to Table 1. 

10.1.2 Test samples 

Prepare two test samples, each of a minimum length of 350 mm, and remove 25 mm of insulation from each 
end. 

10.1.3 Apparatus 

Use an oven at the temperature specified in Table 11. The masses and mandrels for winding are specified in 
Table 8. 

Table 11 — Long-term ageing and environmental cycling 



Class 


Test temperature ^ 


A 


85 ±2 


B 


100 ±2 


C 


125 ±3 


D 


150 ±3 


E 


175 ±3 


F 


200 ±3 


G 


225 ±4 


H 


250 ±4 


^ Upper value of temperature class rating, see Table 1 . 



10.1.4 Procedure 

Place the test samples in the oven for 3 000 h. Fix the test samples by the conductor to avoid any contact 
between the insulation and the supports. The test samples shall be separated by at least 20 mm from each 
other and from the inner surface of the oven. Cable insulations made of different materials shall not be tested 
at the same time. After ageing, withdraw the test samples from the oven and maintain them at room 
temperature (23 + 5) °C for at least 16 h. After conditioning, perform the winding test according to 8.1, but at 
room temperature. After winding, make a visual examination of the insulation. If no exposed conductor is 
visible, perform the withstand voltage test; however, make the following changes to the procedure in 6.2: 

— immerse the test samples in the salt-water bath for a minimum of 10 min prior to the application of the 
voltage; 

— apply the 1 kV (r.m.s.) voltage for 1 min; 

— do not "ramp up" the voltage after the application of the 1 kV (r.m.s.) voltage. 

10.1.5 Requirement 

After winding, no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 
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10.2 Short-term ageing, 240 h 

10.2.1 Purpose 

This test is intended to simulate tliermai excursions. 

10.2.2 Test samples 

Prepare two test samples, each of a minimum length of 350 mm, and remove 25 mm of Insulation from each 
end. 

10.2.3 Apparatus 

Perform the short-term ageing test using an oven at the temperature as specified In Table 12 and a freezing 
chamber at (-25 ± 2) °C. The masses and mandrels are specified In Table 8. 



Table 12 — Short-term ageing 



Class 


Test temperature ^ 


A 
B 
C 


110±2 
125 ±3 
150 ±3 


D 

E 
F 


175 ±3 
200 ±3 
225 ±4 


G 
H 


250 ±4 
275 ±4 


^ Upper value of temperature class rating (see Table 1 ) + 25 °C. 



10.2.4 Procedure 

Follow the same procedure as 10.1.4; however, make the following changes: 

— use an ageing time of 240 h; 

— perform the winding test according to 8.1 using the freezing chamber at (-25 + 2) °C; 

— allow the test samples to return to room temperature before making the visual examination. 

10.2.5 Requirement 

After winding no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 

10.3 Thermal overload 

10.3.1 Purpose 

This test is intended to simulate thermal overload conditions of the cable. 
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10.3.2 Test samples 

Prepare two test samples, each of 350 mm minimum length, and remove 25 mm of insulation from each end. 

10.3.3 Apparatus 

Perform the thermal overload test using an oven at the temperature as specified in Table 13. The masses and 
mandrels are specified in Table 8. 

Table 13 — Thermal overload 



Class 


Test temperature ^ 


A 


135 ±3 


B 


150 ±3 


C 


175 ±3 


D 


200 ±3 


E 


225 ±4 


F 


250 ±4 


G 


275 ±4 


H 


300 ±4 


^ Upper value of temperature class rating (see Table 1 ) + 50 °C. 



10.3.4 Procedure 

Follow the same procedure as 10.1.4; however, use an ageing time of 6 h. 

10.3.5 Requirement 

After winding, no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 

10.4 Shrinkage by heat 

10.4.1 Test samples 

Prepare three test samples, each of 100 mm length. 

10.4.2 Apparatus 

Perform the test using an oven at (150 ± 3) °C. 

10.4.3 Procedure 

Measure the exact length of the insulation of the test samples at room temperature (23 + 5) °C prior to the test. 
Put the test samples in the oven, in a horizontal position, so that air may circulate freely from all sides, for 
15 min. After cooling to room temperature, measure the length of the insulation again. 

10.4.4 Requirement 

The maximum shrinkage shall not exceed 2 mm from either end. 
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1 1 Resistance to chemicals 

11.1 Compliance 

When any resistance-to-chemicals test is specified, compliance for a cabie famiiy may be demonstrated by 
testing representative conductor sizes according to 4.6. 

11.2 Fluid compatibility 

11.2.1 General 

Tinis test is required for gasoline, diesel fuel and engine oil. All other fluids shall be tested upon agreement 
between customer and supplier. The tests are intended to qualify cables for limited exposure to fluids. 
Additional tests are necessary to qualify cables for continuous immersion. 

11.2.2 Immersion 

11.2.2.1 Test samples 

Prepare individual test samples, each 600 mm long with 25 mm of insulation removed from each end, for each 
fluid to be tested. 

11.2.2.2 Apparatus 

Fluid compatibility is determined via a measurement of the outside cable diameter with the apparatus shown 
in 5.1. Fill the vessels with the fluids at temperatures according to Table 14. See Table 8 for masses and 
mandrels. Either a rotatable or a stationary mandrel may be used. 

Table 14 — Fluid compatibility 



Fluid 


Specification 


Test 
temperature 


Test 
duration 

h 


IVIaximum outside 

cable diameter 

change 

% 


Requirement 


Gasoline 
Diesel fuel 
Engine oil 


ISO 1817, liquid C 

90% ISO 1817, Oil No. 3 + 
1 % />-xylene 

IS0 1817, OilNo. 2 


23 ±5 
23 ±5 
50 ±3 


20 
20 
20 


15 
15 
15 


Certification 
Certification 
Certification 


Ethanol 

Power steering 
fluid 

Automatic 
transmission fluid 


85 % Ethanol + 

15% ISO 1817 liquid C 

IS0 1817, OilNo. 3 
Dexron III 


23 ±5 
50 ±3 
50 ±3 


20 
20 
20 


15 
30 
25 


If required 
If required 
If required 


Engine coolant 


50 % ethylene glycol + 
50 % distilled water 


50 ±3 


20 


15 


If required 


NOTE 1 Solutions are determined as % by volume. 

NOTE 2 Changes in the specified fluids are being considered in a future revision of this International Standard. 

NOTE 3 Sources for reference materials are shown in Table D.1. This information is given for the convenience of users of this 
International Standard and does not constitute an endorsement by ISO of the source. Equivalent products may be used if they can be 
shown to lead to the same results. 
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11.2.2.3 Procedure 

Determine the outside cable diameter of eacli test sampie by taking tliree measurements distributed at 
intervals of 120° around the circumference of the cable in the middle of the test sample. Calculate an average 
of the three measurements. Immerse the area of each test sample which shall be needed for the winding test 
for 20 h in a fluid specified in Table 14 with the test sample ends emerging above the surface of the fluid. 
Remove the test sample from the fluid and wipe the surface to remove any remaining liquid. Allow it to dry at 
room temperature for 30 min. Within 5 min of the end of the drying period, measure the outside cable diameter 
at the same place as before the immersion and perform the winding test; however, make the following 
changes to the procedure in 8.1 .3: 

— perform the winding test at room temperature; 

— calculate the percentage of change in outside cable diameter. 

11.2.2.4 Requirement 

The maximum outside cable diameter change shall meet the requirements shown in Table 14. After winding, 
no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 

11.2.3 Battery acid 

11.2.3.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. 

11.2.3.2 Test sampie 

Prepare one test sample according to 1 1 .2.2.1 . 

11.2.3.3 Apparatus 

Use battery acid (H2SO4 with a specific gravity of 1 ,260 ± 0,005) and an oven at (90 + 2) °C. See Table 8 for 
masses and mandrels. Either a rotatable or a stationary mandrel may be used. 

11.2.3.4 Procedure 

Place drops of battery acid on the cable such that the drops of acid do not touch each other. Condition the test 
sample in the oven for 8 h. Cable insulations made of different materials shall not be tested at the same time. 
Remove the test sample from the oven and re-apply drops of acid. Condition the test sample for 16 h (24 h 
total). Remove the test sample from the oven. This completes one cycle. Repeat the procedure for a total of 
two cycles. Maintain the test sample at room temperature (23 + 5) °C for 30 min. After conditioning at room 
temperature, perform the winding test according to 8.1 at room temperature. After winding, make a visual 
examination of the insulation. If no exposed conductor is visible, perform the withstand voltage test; however, 
make the following changes to the procedure in 6.2: 

— immerse the test samples in the salt-water bath for a minimum of 10 min prior to the application of the 
voltage; 

— apply the 1 kV (r.m.s.) for 1 min; 

— do not "ramp up" the voltage after the application of the 1 kV (r.m.s.). 

11.2.3.5 Requirement 

After winding, no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 
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11.3 Durability of cable marking 

11.3.1 Test samples 

Prepare three test samples, each of 600 mm length. 

11.3.2 Apparatus 

Use an apparatus consisting of two pieces of felt, having a minimum wool content of 75 % and with a packing 
density of (0,171 to 0,191) g/cm^ (dimensions 50 mm x 50 mm x 3 mm) and a vessel containing ISO 1817, Oil 
No. 2 at (50 + 3) °G. 

11.3.3 Procedure 

Immerse a test sample for 20 h with the test sample ends emerging 50 mm above the surface of the liquid. 
Remove the test sample from the oil and allow it to drain at room temperature for 30 min. Position the test 
sample between two pieces of felt using an area of the felt not previously used. Apply a force of (10 + 1) N 
while pulling the test sample from between the felt. Repeat the procedure for the other test samples. Visually 
examine the test samples after the test. 

11.3.4 Requirement 

All cable markings shall remain legible. 

11.4 Resistance to ozone 

11.4.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. 

1 1 .4.2 Test samples 

Prepare three test samples, each of 300 mm length. 

11.4.3 Apparatus 

Use an ozone chamber in accordance with lEG 60811-2-1 with an atmosphere containing a mass fraction of 
(1 ± 0,05) X 10"^ of ozone at (65 + 3) °C. Attention is drawn to the highly toxic nature of ozone. Efforts should 
be made to minimize the exposure of workers at all times. See Table 8 for mandrel diameter. Aluminium 
mandrels are preferred since other materials may affect the ozone concentration. 

11.4.4 Procedure 

Wind at least the minimum number of turns according to Table 8 and secure the ends. Condition the test 
samples for 192 h in the ozone chamber. While still on the mandrel, remove the test samples from the ozone 
chamber, allow them to cool to room temperature, and make a visual examination of the insulation. Ignore any 
damage caused by the clamps that secure the ends. 

11.4.5 Requirement 

The visual examination of the insulation shall show no cracks. 
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1 1 .5 Resistance to hot water 

11.5.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. 

11.5.2 Test samples 

Prepare two test samples, each of (2,5 + 0,1) m length, and remove 25 mm of insulation from each end. 

11.5.3 Apparatus 

The apparatus consists of an electrically non-conductive vessel containing an unused salt-water bath with 
10g/l of NaCI in water at (85 + 5) °C for each test, a 48Vd.c. power source, a copper electrode and a 
resistance-measuring device as specified in 6.4.3. See Table 8 for "mandrel diameter". 




Key 

1 48 V d.c. power source 

2 test sample 

3 closely wound turns of test sample 

4 copper electrode 

5 non-conductive vessel 



Figure 8 — Apparatus for resistance to liot water 
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11.5.4 Procedure 

Closely wind at least three complete turns of a test sample on the mandrel and secure the wraps as shown in 
Figure 8. After removing the mandrel, immerse the test sample in the bath with both ends projecting 250 mm 
above the bath. To avoid interaction between materials, do not test samples with different insulating materials 
in the same bath. Connect one end of the test sample to the positive electrode of the power source. After 7 d, 
disconnect the power supply and measure the insulation volume resistivity according to 6.4. Make the 
following changes to the procedure in 6.4: 

— measure the insulation volume resistivity in the salt-water bath and at the temperature described in 1 1 .4.3. 

This completes one cycle. Repeat this procedure for a total of 5 cycles, i.e. 35 days. After conditioning, 
remove the test sample from the bath, allow it to cool to room temperature, and make a visual examination of 
the insulation. Ignore any damage caused by the ties which secure the coils. If no exposed conductor is visible, 
perform the withstand voltage test; however, make the following changes to the procedure in 6.2. 

— immerse the test sample in the salt solution for a minimum of 10min prior to the application of the 
voltage; 

— apply the 1 kV (r.m.s) for 1 min; 

— do not "ramp up" the voltage after the application of the 1 kV (r.m.s). 

Repeat the entire test procedure using the second test sample but with the polarity of the 48 V d.c. power 
supply reversed. 

11.5.5 Requirement 

The insulation volume resistivity shall not be less than 10^ Qmm. A visual examination of the insulation shall 
show no cracks. During the withstand voltage test, breakdown shall not occur. 

11.6 Temperature and humidity cycling 

11.6.1 Usage of test 

The usage of this test shall be agreed between customer and supplier. 

11.6.2 Test samples 

Prepare two samples, each of approximately 600 mm length and remove 25 mm of insulation from each end. 

11.6.3 Apparatus 

Perform the test in a temperature chamber which is capable of cycling at (-40 + 2) °C and the test 
temperature specified in Table 11. The chamber shall also be capable of controlling the relative humidity 
between 80 % and 100 %. See Table 8 for "mandrel diameter". 
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11.6.4 Procedure 

Wind at least the minimum number of turns specified in Tabie 8 around tine mandrel and secure the ends. 
Condition the test samples according to the temperature and relative humidity shown in Figure 9. The cycle 
begins and ends with the chamber at (-40 + 2) °C and uncontrolled relative humidity. Extended transition 
times may be used as long as the dwell times at temperature are maintained. This shall constitute one cycle. 
Repeat the cycle for a total of 40 cycles. While still on the mandrel, remove the test sample from the chamber, 
allow it to condition at room temperature for approximately 30 min, and unwind it from the mandrel. Repeat the 
procedure for the other test sample. Make a visual examination of the insulation. Ignore any damage caused 
by the clamps that secure the ends. If no exposed conductor is visible, perform the withstand voltage test; 
however, make the following changes to the procedure in 6.2: 

— immerse the test samples in the salt-water bath for a minimum of 10 min without the 4 h of conditioning 
prior to the application of the voltage; 

— apply the 1 kV (r.m.s.) for 1 min; 

— do not "ramp up" the voltage after the application of the 1 kV (r.m.s.). 

11.6.5 Requirement 

After unwinding, no conductor shall be visible. During the withstand voltage test, breakdown shall not occur. 

Y1 I 




Y2 I 



100 




Key 

1 (-40±2)°C 

2 (80 to 90) °C 

3 test temperature, see Table 1 1 

4 relative humidity, uncontrolled 

5 (80 to 100)% relative humidity 



X Time in hours. 

Y1 Test temperature in degrees centigrade. 

Y2 Relative humidity in percent. 



Figure 9 — Procedure for temperature and humidity cycling test 
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12 Resistance to flame propagation 

12.1 Test sample 

Prepare a test sample with at least 600 mm of insulation. 

12.2 Apparatus 

Determine the resistance to flame propagation using a Bunsen burner fed with appropriate gas, having a 
combustion tube of 9 mm internal diameter and a flame height of 100 mm. The length of the inner blue cone of 
the flame shall be 50 mm. 

Dimensions in millimetres 




Key 

1 test sample 

2 bunsen burner 



12.3 Procedure 



Figure 10 — Apparatus for resistance to flame propagation 



Suspend the test sample in a draught-free chamber and expose the test sample to the tip of the inner cone of 
the flame, as shown in Figure 10. Apply the flame (500 + 5) mm from the upper end of the insulation. Finish 
the exposure to the flame when the conductor becomes visible, or after 15 s for test samples with conductor 
sizes < 2,5 mm^ and 30 s for test samples with conductor sizes > 2,5 mm^. 

12.4 Requirement 

Any combustion flame of insulating material shall extinguish within 70 s and a minimum of 50 mm of insulation 
at the top of the test sample shall remain unburned. 
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Annex A 

(informative) 

Conductors 



Table A.1 — ISO conductor sizes, diameters and number of wires 



ISO 

Conductor 

size 


No. of 
wires 


Max. wire 
diameter 

mm 


No. of 
wires 


Max. wire 
diameter 

mm 


No. of 
wires 


Max. wire 
diameter 

mm 


No. of 
wires 


Max. wire 
diameter 

mm 


No. of 
wires 


Max. wire 
diameter 

mm 


0,13 


— 


— 


7 


0,16 


— 


— 


— 


— 


— 


— 


0,22 


— 


— 


7 


0,21 


— 


— 


— 


— 


— 


— 


0,35 


12 


0,21 


7 


0,27 


19 


0,17 


— 


— 


— 


— 


0,50 


16 


0,21 


7 


0,32 


19 


0,19 


— 


— 


— 


— 


0,75 


24 


0,21 


7 


0,40 


19 


0,24 


37 


0,17 


— 


— 


1 


32 


0,21 


7 


0,45 


19 


0,27 


37 


0,20 


26 


0,23 


1,5 


30 


0,26 


7 


0,54 


19 


0,33 


37 


0,24 


41 


0,22 


2 


28 


0,31 


— 


— 


19 


0,38 


37 


0,26 


65 


0,20 


2,5 


50 


0,26 


— 


— 


19 


0,41 


37 


0,28 






3 


44 


0,31 


— 


— 


19 


0,47 


37 


0,34 


65 


0,26 


4 


56 


0,31 


— 


— 


19 


0,53 


37 


0,38 






5 


70 


0,31 


— 


— 


19 


0,60 


37 


0,43 


65 


0,32 


6 


84 


0,31 


— 


— 


— 


— 


37 


0,45 


— 


— 


10 


80 


0,41 


— 


— 


— 


— 


63 


0,46 


— 


— 


16 


126 


0,41 


— 


— 


— 


— 


105 


0,46 


— 


— 


25 


196 


0,41 


— 


— 


— 


— 


154 


0,46 


361 


0,30 


35 


276 


0,41 


— 


— 


— 


— 


551 


0,30 


— 


— 


50 


396 


0,41 


— 


— 


— 


— 


798 


0,30 


— 


— 


70 


360 


0,51 


— 


— 


— 


— 


1 140 


0,30 


— 


— 


95 


475 


0,51 


— 


— 


— 


— 


836 


0,40 


— 


— 


120 


608 


0,51 


— 


— 


— 


— 


1 064 


0,40 


— 


— 


NOTE The strandings above highlight examples of conceptual configurations and are not intended to reflect any preferred 
constructions. Other stranding configurations may be used providing they meet the requirements of 4.2 and are agreed between 
customer and supplier. 
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Annex B 

(informative) 

Recommended colours 



Table B.1 — Recommended colours 



Colour 


Code 


Black 

Blue 

Brown 


BK 
BU 
BN 


Green 

Orange 

Red 


GN 
OG 
RD 


Violet (purple) 
White 
Yellow 


VT 
WH 
YE 


Other colours may be used based on agreement between customer and supplier 
(see lEC 60757). 



33 



IS/ISO 6722 : 2006 



Annex C 

(informative) 

High-volume cable constructions 



Table C.1 — Minimum outside cable diameter 



ISO conductor size 


Minirr 

thick wall 


lum outside cable dia 

mm 
thin wall 


meter 

ultra-thin wall 


0,13 


— 


0,95 


0,85 


0,22 


— 


1,10 


0,95 


0,35 


— 


1,20 


1,10 


0,50 


2,00 


1,40 


1,30 


0,75 


2,20 


1,70 


1,45 


1 


2,40 


1,90 


1,55 


1,5 


2,70 


2,20 


1,90 


2 


3,00 


2,50 


2,20 


2,5 


3,30 


2,70 


2,50 


3 


3,80 


3,10 


— 


4 


4,00 


3,40 


— 


5 


4,50 


3,90 


— 


6 


4,60 


4,00 


— 


10 


5,90 


5,50 


— 


16 


7,70 


7,00 


— 


25 


9,40 


8,50 


— 


35 


9,60 


— 


— 


50 


11,50 


— 


— 


70 


13,50 


— 


— 


95 


16,00 


— 


— 


120 


17,70 


— 


— 


NOTE 1 The minimum outside cable diameter values in this table may be used for certification 
requirements. Their usage shall be established by agreement between customer and supplier. 

NOTE 2 The maximum outside cable diameter values are shown in Table 4. 
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Table C.2 — Minimum conductor resistance 



ISO conductor size 


rr 
plain copper 


Conductor resistance 

n/m at 20 °C (minimurr 

Sn-plated copper 


1) 

Ni-plated copper 


0,13 


125 


129 


130 


0,22 


77,9 


79,5 


80,8 


0,35 


50,0 


51,0 


52,2 


0,5 


34,1 


35,1 


35,5 


0,75 


22,7 


23,3 


23,6 


1 


17,0 


17,6 


17,7 


1,5 


11,7 


11,9 


12,1 


2 


8,66 


8,91 


9,03 


2,5 


6,99 


7,19 


7,28 


3 


5,66 


5,85 


5,89 


4 


4,33 


4,46 


4,52 


5 


3,62 


3,70 


3,78 


6 


2,89 


2,97 


3,01 


10 


1,68 


1,70 


1,75 


16 


1,07 


1,09 


1,12 


25 


0,688 


0,701 


0,716 


35 


0,489 


0,500 


0,510 


50 


0.343 


0,350 


0,357 


70 


0,243 


0,248 


0,254 


95 


0,185 


0,189 


0,193 


120 


0,146 


0,149 


0,152 


NOTE 1 The minimum conductor resistance values in this table may be used for certification 
requirements. Their usage shall be established by agreement between customer and supplier. 

NOTE 2 The maximum conductor resistance values are shown in Table 5. 
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Annex D 

(informative) 

Sources for reference materials 



Table D.1 — Materials and sources 



Reference material 


Supplier 


Engine Oil 

ASTMD471, IRM902Oil 

IS0 1817, OilNo. 2 

and 

Power Steering 
ASTMD471, IRM903Oil 
ISO 1817, OilNo. 3 


R. E. Carroll, Inc. 

P. 0. Box 5806 

Trenton, NJ 08638-0806 

USA 

Phone: +1 800-257-9365 

Fax: +1 609-695-0102 

URL: htto://www.recarroll.com 


Penreco 

4426 East Washington Blvd. 

Los Angeles, CA 90023 

USA 

Phone: +1 888-227-5448 

Fax: +1 323-268-7972 

URL: http://www.penreco.com 


Swedish National Testing and Research Institute 

Box 857 

SE-501 15 Boras 

Sweden 

Phone: +46 33 16 50 00 

Fax: +46 33 10 33 88 

URL: http://www.sp.se/enq/default.htm 


Automatic Trans Fluid 
SAEJ311, Dexron III 
CitgoPartNo. 33123 


Citgo Petroleum 

699 Heights Rd. 

Lake Orion, Ml 48362 

USA 

Phone: +1 800-331-4068 

URL: http://www.citqo.com 


Sandpaper Abrasion Tape 

and 
Sandpaper Abrasion Tester 


Glowe Industrial Sales, Inc. 

PO Box 625 

2202 Niles Cortland Road 

Suite B 

Cortland, Ohio 4410-9404 

USA 

Phone: +1 (330) 638-5088 

Contact: Tammy Wilson 


Scrape Abrasion Tester 


Tocksfors Verkstads AB 

SE-67010T6cksfors, 

Sweden 

Phone: +46 573 145 00 

Fax: +46 573 145 07 

URL: http://www.tvab.se/products/abrasion.htm 
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NATIONAL ANNEX A 

( Na tional Fore word) 

A-1 BIS CERTIFICATION MARKING 

The product may also be marked with the Standard Mark. 

A-1.1 The use of the Standard Mark is governed by the provisions of the Bureau of Indian Standards 
Act, 1 986 and the Rules and Regulations made thereunder. The details of conditions under which the 
licence for the use of the Standard Mark may be granted to manufacturers or producers may be 
obtained from the Bureau of Indian Standards. 
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( Continued from second covei) 

The standard also makes a reference to the BIS Certification Marking of the product. Details of which 
is given in National Annex A. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated expressing the result of a test or analysis, shall be rounded off in 
accordance with IS 2 : 1960 'Rules for rounding off numerical values {revised)'. The number of 
significant places retained in the rounded off value should be the same as that of the specified value 
in this standard. 



Bureau of Indian Standards 

BIS is a statutory institution establisined under tine Bureau of Indian Standards Act, 1 986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in course of imple- 
menting the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed, it is taken up for revision. Users 
of Indian Standards should ascertain that they are in possession of the latest amendments or edition by 
referring to the latest issue of 'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc No.: TED 1 1 (747). 

Amendments Issued Since Publication 

Amendment No. Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 
Headquarters: 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 1 1 0002 

Telephones: 2323 0131 , 2323 3375, 2323 9402 Website: www.bis.org.in 

Regional Offices: Telephones 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg (23237617 

NEW DELHI 1 1 0002 \ 2323 3841 

Eastern : 1/14, C.I.T. Scheme VII M, V.I. P. Road, Kankurgachi ( 2337 8499,2337 8561 

KOLKATA 700054 ( 2337 8626, 2337 9120 

Northem : SCO 335-336, Sector 34-A, CHANDIGARH 1 60022 ( 260 3843 

( 260 9285 

Southern : C.I.T. Campus, IV Cross Road, CHENNAI 600113 (22541216,22541442 

(2254 2519,2254 2315 

Western : Manakalaya, E9 MIDC, Marol, Andheri (East) ( 2832 9295, 2832 7858 

MUMBAI 400093 | 2832 7891 , 2832 7892 

Branches: AHMEDABAD. BANGALORE. BHOPAL. BHUBANESHWAR. COIMBATORE. DEHRADUN. 
FARIDABAD. GHAZIABAD. GUWAHATI. HYDERABAD. JAIPUR. KANPUR. LUCKNOW. 
NAGPUR. PARWANOO PATNA. PUNE. RAJKOT. THIRUVANATHAPURAM. VISAKHAPATNAM. 



Published by BIS, New Delhi 



